106 Brands Tested for the Domestic Cl Program 

BROWN & WILLIAMSON (Tested even months) LIGGETT (Tested odd months) 


Philip Morris USA 
CONFIDENTIAL 


EVE LIGHTS 120 (BOX) 
L & M 100 


CAPRI 100 (BOX) 

CARLTON 100 

CARLTON KS 

GPC FULL FLAVOR 100 

* GPC FULL FLAVOR KING SIZE 
GPC LIGHTS 100 

GPC LIGHTS KING SIZE 
GPC LIGHTS MENTHOL 100 
GPC LIGHTS MENTHOL KING SIZE 
GPC ULTRALIGHTS 100 
KOOL MENTHOL 100 
KOOL MENTHOL KING SIZE 
KOOL MILOS MENTHOL KING SIZE 
MISTY LIGHTS SLIMS 100 (BOX) 

VICEROY KING SIZE 

PHILIP MORRS (Tested even months) 

B & H 100 

B & H DELUXE ULTRA LIGHTS 100 (BOX) 

B & H DELUXE ULTRA LIGHTS MENTHOL 100 (BOX) 

B & H LIGHTS 100 

B & H LIGHTS MENTHOL 100 

B&H MENTHOL 100 

BASIC FULL FLAVOR 100 

* BASIC FULL FLAVOR KING SIZE 
BASIC FULL FLAVOR MENTHOL 100 
BASIC FULL FLAVOR MENTHOL KING SIZE 
BASIC LIGHTS 100 

BASIC LIGHTS KING SIZE 
BASIC LIGHTS MENTHOL 100 
BASIC LIGHTS MENTHOL KING SIZE 
BASIC ULTRA LIGHTS 100 
BASIC ULTRA LIGHTS KING SIZE 
CAMBRIDGE LIGHTS MENTHOL 100 
CAMBRIDGE LIGHTS MENTHOL KS 
CAMBRIDGE ULTRA LOW TAR 100 
MARLBORO 100 (BOX) 

MARLBORO KS 

MARLBORO LIGHTS 100 

MARLBORO LIGHTS KS 

MARLBORO LIGHTS MENTHOL KS (BOX) 

MARLBORO LONG SIZE (BOX) 

MARLBORO MEDIUM KING SIZE (BOX) 

MARLBORO MENTHOL KS 

MERIT 100 

MERIT KS 

MERIT ULTIMA KS 

MERIT ULTRALIGHTS 100 

MERIT ULTRA LIGHTS KS 

PARLIAMENT LIGHTS 100 

PARLIAMENT LIGHTS LONG SIZE (BOX) 

VIRGINIA SLIMS 100 

VIRGINIA SLIMS LIGHTS 100 (BOX) 

VIRGINIA SLIMS LIGHTS 120 (BOX) 

VIRGINIA SUMS LIGHTS MENTHOL 100 (BOX) 
VIRGINIA SLIMS MENTHOL 100 
VIRGINIA SLIMS ULTRA LIGHTS 100 (BOX) 

* Brands tested every month 


LORILLARD (Tested odd months) 

KENT 100 
KENT KS 

NEWPORT LIGHTS MENTHOL LONG SIZE (BOX) 
NEWPORT MENTHOL 100 (BOX) 

NEWPORT MENTHOL KS 
NEWPORT MENTHOL LONG SIZE (BOX) 

TRUE KS 

REYNOLDS (Tested odd months) 

* CAMEL KS 
CAMEL KS (BOX) 

CAMEL LIGHTS KS 

CAMEL SPECIAL LIGHTS KING SIZE 
DORAL FULL FLAVOR 100 

* DORAL FULL FLAVOR KS 

DORAL FULL FLAVOR MENTHOL 100 
DORAL FULL FLAVOR MENTHOL KS 
DORAL LIGHTS 100 
DORAL LIGHTS KS 
DORAL LIGHTS MENTHOL 100 
DORAL LIGHTS MENTHOL KS 
DORAL ULTRA LIGHTS 100 
DORAL ULTRA LIGHTS KS 
MONARCH FULL FLAVOR 100 

* MONARCH FULL FLAVOR KING SIZE 
MONARCH FULL FLAVOR MENTHOL KING SIZE 
MONARCH LIGHTS 100 

MONARCH LIGHTS KING SIZE 
MONARCH LIGHTS MENTHOL 100 
MONARCH LIGHTS MENTHOL KING SIZE 
MONARCH ULTRA LIGHTS 100 
MORE 120 

MORE MENTHOL 120 
NOW 100 

SALEM LIGHTS MENTHOL 100 

SALEM LIGHTS MENTHOL KS 

SALEM MENTHOL 100 

SALEM MENTHOL KS 

SALEM SLIM LIGHTS MENTHOL 100 (BOX) 

SALEM ULTRA LIGHTS MENTHOL 100 

VANTAGE 100 

VANTAGE KS 

VANTAGE ULTRA LIGHTS 100 
WINSTON 100 (100% TOBACCO) 

* WINSTON KS (100% TOBACCO) 

WINSTON LIGHTS 100 (100% TOBACCO) 
WINSTON LIGHTS 100 BOX (100% TOBACCO) 
WINSTON LIGHTS KS (100% TOBACCO) 
WINSTON SELECT KS (100% TOBACCO) 
WINSTON SELECT LIGHTS KS (100% TOBACCO) 
WINSTON ULTRA LIGHTS 100 (100% TOBACCO) 
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Analyses for Domestic Cl Program 

^Approximately 50 brands tested each month) 


Philip Morris USA 

CONFIDENTIAL 



Testing Frequency 

SmpKe 

* FTC Tar 

Monthly 

Nicotine 

Monthly 

Puff Count 

Monthly 

* Tar/Puff 

Monthly 

cigarette 

Cigarette Length 

Monthly 

Total RTD 

Monthly 

Static Burning Time 

semi-annually 

Circumference 

Monthly 

Paper 

Permeability 

Monthly 

Filter 

Filter RTD 

Monthly 

Filter Length 

Monthly 

Filter Weight 

semi-annually 

Tipping Paper Length 

Monthly 

Tipping Paper Color 

semi-annually 

Ventilation 

Monthly 

Carbon 

Monthly 

EJJJec 


Total Alkaloids (DWB) 

Monthly 

Total Reducing Sugars (DWB) 

Monthly 

Reconstituted Tobacco 

Monthly 

Expanded Stems 

Monthly 

Expanded Tobacco 

Monthly 

BBO 

Monthly 

Lamina 

Monthly 

Cuts/Inch 

semi-annually 

Tobacco Weight {12.5% OV) 

Monthly 

* Rod Density 

Monthly 

* Rod Length 

Monthly 

Oven Volatiles (equil.) 

Monthly 

Firmness 

Firmness (pack) 

Monthly 

Oven Volatiles (pack) 

Monthly 

Menthol 

Menthol in Smoke 

Monthly 

dume^tant/JEJAstLcizer 

** Triacetin in filter 

semi-annually 

** Propylene Glycol in filler 

semi-annually 

** Glycerin in filler 

semi-annually 


* Calculated parameter 

** Reynolds products are tested each time received 
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